From: 

Sent: 

To: 


Nassif, Julianne (DPH) 

Thursday, May 05, 2011 1:16 PM 

KaneOl, Peter (DPH); Servizio, Paul (DPH); Salemi, Charles (DPH); O'Brien, Elisabeth 
(DPH) 

Subject: tour cancelled 


No tour today! 

juLLaiA.iA^ Nflsslf 
Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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